HARTS LOCATION 
16396A 
DESIGN BUILD (LOW BID) 


LIST OF DESIGN BUILDERS 
THAT HAVE BEEN 
SHORT-LISTED 


September 27, 2011 


The following Design/Builders have been short-listed based on their Statements of 
Qualifications (SOQ) to continue with the design-build process and to receive the 
Request for Proposals (RFP) soliciting their design and construction best-value low 
bid solution for the Harts Location 16396A project. 


Design Builder: R.S. Audley, Inc. 

Major Participants: Parsons Brinkerhoff (d/b/a PB Americas, Inc.) 
Design Builder: Alvin J. Coleman & Son, Inc. 

Major Participants: GM2 Associates, Inc. 

Design Builder: R. M. Piper, Inc. 

Major Participants: DuBois & King, Inc. 

Design Builder: SPS New England, Inc. 

Major Participants: TranSystems Corporation 

Design Builder: E.D. Swett, Inc. 


Major Participants: The Louis Berger Group, Inc. 


